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SUBJECT: JAPANESE 5 MW GEOTHERMAL PLANT 

REF: OECD PARIS 34237 

1 . ERDA FEELS THAT CALIFORNIA MEETING TO DISCUSS 5 MW GEO- 
THERMAL POWER PLANT IS UNNECESSARY AND WANTS TO CANCEL PRO- 
POSED MEETING. INFORMATION CONTAINED IN JAPANESE REPORT 

ON MITSUBISHI GEOTHERMAL POWER PLANT SHOWS THAT IT MEETS 
MOST OF THE DESIGN CONSIDERATIONS AND GUIDELINES SPECIFIED 
IN CCMS STUDY BY ROGERS ENGINEERING. ERDA NOW CONSIDERING 
QUESTION OF DEMONSTRATION OF JAPANESE 5 MW GEOTHERMAL PLANT 
UNDER IEA AUSPICES AND FEELS THAT A DEMONSTRATION PROJECT 
IS A TOPIC FOR DISCUSSION AT THE NEXT IEA GEOTHERMAL 
WORKING GROUP MEETING. 
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2. FYI: INFORMATION ON ADVANCED HEAT EXCHANGERS NOW BEING 
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PRINTED AND SHOULD BE IN THE MAIL TO ALL IEA WORKING GROUP 
MEMBERS THE WEEK OF DECEMBER 6. ROBINSON 
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